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t. THiS CABLE (6 PART OF THE POWER SUPPLY. 

2. THESE 2 WIRES ARE PART OF THE FAN. 

3. GREEN WIRE TO BE GROUNDED TO PRINTER 
FRAME WITH A DEDICATED FASTENER. 

4. POWER CABLE TO BE ROUTED ALONG CENTER WEB 
TO RIGHT REAR OPENING OF PRINTER. . 
CABLE SUPPLIED BY PRINTER VENDOR TO BE 
3-WIRE.1& AWG, WITH MOLDED PLUG. CABLE 
SUPPLIED INTERNALLY TO BE FABRICATED OF 
2-WIRES,. 18 AWG, ULIOIS WITHOUT PLUG. 

5. THIS DWG IS AS RECV'D FROM VENDOR. 
WIRING WILL BE MODIFIED TO AGREE WITH 

OWG * SIE4ZOISI-O7. 
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SESCRIPTION 
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